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lo In late^ September 1950 the state reserves of lubricating oil available 
in the Soviet Zone of Germany amounted to 3,000 tons* ** Of this~ 
amount 1,200 tons were stored in the former Standard fuel tank installa- 
tions in Bless (ft 52/E 81 )« Another major portion was stored in 

Bumelsburg. 


Comment 0 This amount is believed to be adequate for 6 to 10 days a 
Probably the storage facilities in the harbor of Riesa 
which were returned to the German authorities by the Soviets** 

Reported for the first time. 
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